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ERRATA. 

Page 95. line 24. read even the ends of the umbilici. 

Page 96, line 5. read expofed the extremity of the umbilicus. 

Page 168. line 4. after as dele well as. 

Page 3*8. #w 9 /raw ffc btttom,for ftream ?W fteam. 
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— 70 E/or Far. 3^W read 2^W. Rendthefameinp. 333. 
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